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LIMITED OFFICIAL USE STATE 187252 

E.O. 11652: NA 
TAGS: TBIO, MILI 

SUBJECT: U.S. MEDICAL EXAMINATION FOR FORMER VENEZUELAN 
DEFENSE MINISTER MAJOR GENERAL FRANCISCO ELOY ALVAREZ 
TORRES 

REF: CARACAS 07480 

AN APPOINTMENT HAS BEEN ARRANGED FOR GENERAL ALVAREZ. ON 
AUGUST 25 AT 8:00 A.M. IN ROOM 1 1 1 OF WALTER REED 
HOSPITAL. DR. CARPENTER WILL BE IN ATTENDANCE. GENERAL 
ALVAREZ SHOULD NOT EAT OR DRINK AFTER MIDNIGHT ON THE 
DAY PRECEEDING HIS APPOINTMENT. HE SHOULD BRING ALL 
AVAILABLE RECORDS. CHRISTOPHER 
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